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Some further Obfervations of Mr. John Templer j about theJhining 
of Qlove-TO or ms *. ^Steffwra^i.ofthsfe'rucV 

I Hare now fent you what my Journal wii! furthet 
afford upon that fubjetft , I wrote to you formerly 
of. 

‘June 1, 71* Upoofeveral tryalls of different pofitions, I 
find the Glow-worm not to fhiue fometimes when in motion, 
but I could never yet fee her fhine } when not in motion of 
fomepart. 

June 8.1671* after foriae days abfence from home, putting 
the Glow-worm into an Urinal of white Glafs at 9 a clock at 
night, (he crawled nimbly in ir, and extended her felf be¬ 
yond an ordinary length 5 yet her fhining not fo clear,as in her 
box when opened ; Putting the urinal into the water for about 
an hour, it gave a very delightful irradiation of the water. 
When this light feemed wholly extin<ft, although (he was in 
motion, if IdeprefTed the urinal into the watertill thebot- 
tom almoft touched the bottom of the baton, I could (upon 
looking in at the top of the urinal) fee a very fair light, but 
upon lifting the glafs out of the water, I could difcem very 
little fhining » Then putting her into her box, (be did in 
about a minutes time (for I tryed it twice over by a 
watch,) almoft ten times increafe her former fhining in the 
urinal. 

June 14. 7r. After a fecond abfence, the worm feemed 
dead, aud being fltut in a box, would give no light through it 
betwixt 9 and 12 a clock at night $ but in the uncovered box, 
or in the urinal fhe did fhine faintly, and the light was of afar 
different colour from what it was formerly. 

June 15. 71. She feemed dead. I touched her with a needle 
gently,whereupon fhe ftretched outoneof her legs, and by fc 
£when I inclined the pofition of the box) fhe flayed her whole 
body from falling; whereas before Hie rowled from one fide 
of the box to the other, as I inclined or reclined it. Note,th.v: 
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before I pricked her, fhe did give a little fhining in heron- 
covered box.but none through the urinal j only if you looked 
in at top. a little fiiining was Been*. Upon pricking her I did 
not fee her (hining encreafed. 

June 16 . 71 . I difcerned a little (hining only within her box $ 
upon pricking I could difcern no motion in her j but the fcale 
next her taylWfenfibly wore extended a ~ of an hour after I 
pricked her,than before. NB. Thefe laft three days, file lay 
continually upon her back with her legs contracted, except 
only the time mentioned June 15 of my pricking her. I am 
afraid to conclude her dead. June 16,having been informed by 
M Tb.Hallebeck^of Cald Nenton near Meltan Marvbury, that he 
kept a glow-worm near 6 months in his parlour window.which 
would lometimes feem dead for many days together (if I 
miftake not, he faid week/) and afterwards walk and Ihine 
both.However 1 fhould be infinitely obliged to any one for fa¬ 
vouring me with the chara&eriftick note of a Glow-worm’s 
being dead 24 hours before her (hining ceafed, that I might 
know when to conclude one dead in good earned 5 for I am 
promifed in a little time fome (lock of thefe Infe&s, which, I 
hope, may give the advantage of further and more fteady ob- 
fervations. 
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